BILL NO. S- 7 0-0 3- 6 '^^ 

SPECIAL ORDINANCE NO. S- 

AN ORDINANCE approving a contract with EARTH 
CONSTRUCTION & ENGINEERING, INC. for Sewer 
Res. No. 214-1970, known as St. Marys River 
Interceptor. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA : 

SECTION 1. The contract approved March' 4, 1970, between 
the City of Fort Wayne, by and through its Mayor and the Board 
of Public Works, and EARTH CONSTRUCTION & ENGINEERING, INC., for 
Sewer Res. No. 214-1970, known as St. Marys River Interceptor, 
as follows; 

Beginning at a proposed manhole located on the 
existing 48 inch St. Marys River Interceptor 
West of St. Marys River North of. the proposed 
Baer Field Throughway; thence Southerly along 
the West bank of. the St. Marys River a distance 
of 4784± feet to a proposed manhole on the South 
line of Lower Huntington Road; thence continuing 
Southerly along the West bank of the St. Marys 
River a distance of- 7375± feet to a proposed man- 
hole located on the Easterly extension of Bridge- 
. ton Court; thence West along said Bridgeton Court 
and the extension thereof a distance of 1536+ feet, 
terminating at a proposed manhole located at the 
intersection of Dunkelberg and Winchester Roads. 

Also, a river crossing located at manhole #18 on 
the above described sewer;, thence Easterly. 35 8± 
feet, terminating at a manhole on the East side 
of St. Marys River. 

Said sewer shall be 12, 15, 24 and 48 inches 
in diameter, 

for a total cost of $563,033.50, all as more particularly set 
forth in said contract, which contract is On file in the office 
of the Board of Public Works and is by reference incorporated 
herein and made part hereof, is hereby in all things ratified, 
confirmed and approved. 


j SECTION 2 . This Ordinance shall be in full force and 

I effect from and after its passage and approval by. the Mayor. 



Read the first time in full and on motion by seconded by 

and duly adopted, read the second time by title and referred 


to the (Committee on) < i 

,,jQopnnviiS,s4u3a«ii^«rs“E«eommetid^rt^^ 

^>«=‘-^«^^he-~Gou-nel-l Chamber s , Ci ty Ha H i Foi:t Wayne , Ind iana , -on 





‘»'.c„t.he_;, 


day Of^ 




196 .at . 




Date: 


2 - r O ■ 7 Q 





Read the third time in full and on motion by 


City Clerk 


seconded by 
Pas sed 

AYES 




) by the following vote: 
£^, NAYS d3 , 


and duly adopted, placed on its passage. 


ABSTAINED 


ABSENT 


to -wit; 


Adams 

Dunifon 

Fay 

Geake 

Nuckols 

Robinson 

Rousseau 

Steigerwald_ 

Tipton 










Date 


7 b 



City Clerk 




, 1D& 7 6 . 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
f°rrm' nr MdP ) ( Snecial ) ('AonEOBj-iatlond Ordinance (®R-e«o.luitio|ij^)^ No . -y i 

on the. T/.i "day of 

T -^T' 4 “ «, * * « 

• "/fAfTESTp' / (SEA^- 

7y ' Pr^sfdin^^ff icer 


of 


i<‘ .;,City Qlerk 

Presented by, me to the Mayor of the City of Fort Wayne, Indiana, on the ^ S day 
, , 196 at the hour of ^ o'clock /y- .M.^E.S.T. 



Approved and signed by me this ^^5__'“day of 

at the hour of i ^ o'clock .M. ,E.S .T. 


City Clerk 


.. 19/.. 


O 



/ 




Mayor 






Bill No. S-70-03-07 

REPORT OF THE COMMITTEE ON CITY UTILITIES 

We, your Committee on City Utilities to whom was referred an Ordinance 

approving a contract with EARTH CONSTRUCTION & ENGINEERIMG. INC, for Sewer Res. 

Mo. 21A-1970. known as St. Marys River Interdeotox, 



DATE - 7e 


